To:  Helmick,  Walt[Heimick. Wait@epa.gov] 

From:  Mueller,  Brian 

Sent:  Wed  8/12/2015  1 1 :32:46  AM 

Subject:  RE:  Comments  on  Gold  King  QASP 


Thank  You  Walt 


From;  Helmick,  Walt 
Sent:  Tuesday,  August  11,  2015  9:40  PM 
To:  Mueller,  Brian;  Rauscher,  Jon 
Subject:  Comments  on  Gold  King  QASP 


Sorry  this  is  late  but  a storm  in  Houston  knocked  out  power  to  hotel  and  emergency  back-up 
power  was  limited. 


But,  here  are  my  comments  - see  attached.  Please  let  me  know  if  you  have  more  documents  to 
review  or  have  questions. 


You  can  contact  me  on  my  cell  phone  atj  Personal  Phone/Ex.  e 1 1 should  be  back  on  line  after  about  8:00 
am  CDT.  " 


Walter  R.  Helmick 
QA  Officer,  Superfund  Div. 

U.S.  EPA  - Region  6 

1445  Ross  Avenue  (MC:  6SF-D) 

Dallas,  Texas  75202 

214-665-8373 

Helmick.walt@epa.gov 
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